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Subject: Re: Video.mov 

From: Shannon White <39138@lapd.online> 

Date: 8/20/20, 5:30 PM 

To: Joshua Rubenstein <n5373@lapd.online>, Michel Moore 
<23506@lapd.online> 

CC: Dominic Choi <32350@lapd.online>, Steve Soboroff 
<steve@soboroff.com>, Jeff Gorell <Jeff.Gorell@lacity.org>, Brian Raffish 
<26689@lapd.online>, Stacy Spell <30971@lapd.online> 


| received notice this afternoon that the four pallets of masks will be delivered to 
the EOC tomorrow. | will be coming in and working with Officer Cassetta, ESD, to 
make sure that runs smoothly. 


| briefly touched bases with Sgt Estevez, ADOO, today to discuss coordinating the 
bureaus sending a rep to pick the masks up and then distribute them to their 
respective Areas. He also said OO will address internal messaging to ensure 
officers understand the intention of the project as well as report back to us 1. 
When they are running low on masks so we can have a better understanding of 
which Areas will need larger allotments on future runs, and 2. What feedback 
they have received from the community. 


Chief Moore, please let me know if you would like a more robust internal 
messaging plan than an OO Notice. 


Kind regards, 
Shannon 


Shannon White, Lieutenant 

Los Angeles Police Department 
Community Safety Partnership Bureau 
100 W. First Street 

Los Angeles CA 90012 


Office: 213.486.8740 
39138@lapd.online 


From: Joshua Rubenstein <n5373@lapd.online> 

Sent: Thursday, August 20, 2020 5:18:51 PM 

To: Michel Moore <23506@lapd.online> 

Cc: Dominic Choi <32350@lapd.online>; Shannon White <39138@lapd.online>; Steve 
Soboroff <steve@soboroff.com>; Jeff Gorell <Jeff.Gorell@lacity.org>; Brian Raffish 
<26689@lapd.online>; Stacy Spell <30971@lapd.online> 


3/8/21, 12:48 PM 


Re: Video.mov 


Subject: Re: Video.mov 
Chief- 


We met this morning. As soon as we get the pictures from Shannon we will be pushing 

out a press release (and pitching to media for potential story). We will also push out on 
HQ, Instagram, and Facebook. And we will have a banner on our webpage with pictures 
of the masks and our accompanying messaging. 


Josh 

> On Aug 20, 2020, at 5:15 PM, Michel Moore <23506@lapd.online> wrote: 

> 

> Dom, Shannon, Josh 

> 

> | would like to discuss with Mayor tomorrow. How soon on the public messaging and 
logistics of getting to our people? 

> 

> | am asking that this initiative match and exceed our marketing on Dodger baseball 
card. 

> 

> Can i get a couple samples for tomorrow mid morning? 

> 

> Mike 

> 

> <Video.mov> 
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